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x * St- S fSf pr <5dU ^ i0n 0t the 8823 ~ t3rp * field tube Which was dmlooed by the 

. si*, fuar Fexncieldowesen was scheduled, -to start in 1954.1 The comoAneota produced V- 
che rn^anc work up to March 1953 were delivered to Saoheenwerk RadSe^tobJ = 
S eoi?i? d8ClmetrlC T V& mta ° The bcd y <* the tube cansistei of hart gf 8s 1 Se 
totar . 
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+• 1 1 L l f ea as xrequancy converters, 2 Tbs electrical 

W 9 ? i n Ca ? Ca 0f 30 fibj 831 mqde volta S e of 2,003 volts an 
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field tube for low power stage, was sc^dulA V £&££?. “?t r 

25X1A° & ® f A&h s ° n(i *.tfieiencgr i» the final stages. I * — '* IthF’' 

T 6 P° i3 ® ibl f o al y after the completion of the development work 
~ w ,ar ' ° s "“ • n eai ’~y 4953, Funkwsrk Koepenick van especially interested 

^tvn® tub* . 
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in the development of the MS lOO-type tube.. 


v a in She fourth quarter of 1952, experiments were Made in the SUnkwerk Koeoenirk v<th 
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LSsmsaju, Sbr sketch of the moving field tube, see Annex* 
liSSSaais. The characteristics reported by the two sources disagree. 
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A dimensioned sketch 
B Hiring diagram 
f filament 
It cathode 

yuz Wehnelt^cylinder 
A anode 

M coiled filament 
Ko collector 

C Scheme of the magnet coil 

The thickness of the winding 5s in the middle of the coil about half of that at 
She ©ndSo 

» Tube basep with octal, fitting o meaning of the letter* see B* 
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